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To The Trade 



Finishes — Fixtures are carried in stock in the different finishes 
listed below each fixture. We can furnish fixtures in other 
finishes on short notice. Where prompt shipment is 
desired, the finishes given in catalogue should be ordered. 

Orders for Fixtures — In ordering fixtures be careful to give 
the number of lights desired; also the finish. This will 
save delay in filling your order. 

Special Fixtures — \Ye have endeavored to show in this 
catalogue, a large assortment of designs. A great many 
of the fixtures shown therein, can be made up differently 
as to lights and arrangement. If you desire any regular 
fixture made up in a special way, write us giving full 
description, and we will quote you our lowest price by 
return mail. 

Pronipt Shipment — Our aim is to ship all orders the same 
day received. We feel sure that the trade will agree with 
us that we ship more promptly than any other house 
selling electric fixtures. 

Terms — Net cash in 30 days or 2% for settlement within 10 
days from date of bill. Positively no discount allowed 
after 10 clays. 

Credit — We gladly extend credit to those having satisfactory 
mercantile rating or furnishing us with satisfactory refer- 
ences. In all cases where we do not have this information 



to save delay the cash should accompany the order, or 
we will ship C. O. D. provided a deposit of 25% is made 
with the order. - 

Shipment — All goods are F. O. B. cars at Mansfield, and. are 
at purchaser's risk after delivering to the transportation 
company. ' - 

Claims— Claims of any kind must be made on receipt of 
goods or invoice. Claims for damage to goods in transit 
must be collected from the transportation companies. 
Examine all goods before receipting for same and if any 
damage, have the agent note same on your receipt.' We 
will be glad to assist in putting in claim, or put in claim 
for you if you desire. If you give the transportation 
company a clear receipt for damaged goods, we will under 
no circumstances be held responsible for same. Concealed 
damage should be reported to the transportation company 
immediately on discovery, so that notation can be made 
on freight receipt. 

Returned Goods — No goods will be taken back and ex- 
changed unless permission is first received from us.. Any 
goods returned without permission is at the risk of the 
sender. 

Boxing — Charged at cost. All goods are packed by experi- 
enced packers. 

THE HARTMAN-SPRENG COMPANY 
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No. 8044-452 

Length 42 inches. Spread 18 inches. 

Bowl 10 inch Fitter. 

Jap Gold or Silver Finish. 



No. 8050-451 

Length 42 inches. Spread 18 inches. 

Bowl 10. inch Fitter. 

Jap Gold or Silver Finish. 
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No. 8047-440 

Length 36 inches. Spread 18 inches. 
Jap Gold or Silver Finish. 



No. 8075-432 

Length 36 inches. Spread 18 inches. 
Jap Gold or Silver Finish. 
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No. 8076-595 

Length 42 inches. Spread 18 inches. 

Bowl 10 inch Fitter. 

Jap Gold or Silver Finish. 



No. 8077-2159 

Length 42 inches. Spread IS inches. 

Bowl 14 inch Fitter. 

Jap Gold or Silver Finish. 
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No. 8079-2167 

Length 36 inches. Spread 16 inches. 
Jap Gold or Silver Finish. 




No. 8078-2165 

Length 36 inches. Spread 18 inches, 
Jap Gold or Silver Finish. 



No. 8080-2166 

Length 36 inches. Spread 16 inches, 
Jap Gold or Silver Finish. 
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No. 8081-604 

Length 36 inches. Spread 16 inches, 
Jap Gold or Silver Finish. 



Length 36 inches. Spread 16 inches. 
Jap Gold or Silver Finish. 



No. 8083-504 

Length 36 inches. Spread 16 inches. 
Jap Gold or Silver Finish 
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No. 8084-662 

Length 36 inches. Spread 10 inches. 
Jap Gold or Silver Finish. 



No. 8085-528 

Length 42 inches. Spread 18 inches. 
Jap Gold or Silver Finish. 




No. 8086-625 

Length 36 inches. Spread 16 inches. 
Jap Gold or Silver Finish. 
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No. 8087-470 

,ength 12 inches. Spread 18 inches. 

Bowl 10 inch Fitter. 

Jap Gold or Silver Finish. 
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No. 8088-627 



Length 14 inches. Spread 19 inches. 

Bowl 10 inch Fitter. 

Jap Gold or Silver Finish. 




No. 8089-506 

Length 12 inches. Spread 18 inches. 

Bowl 12 inch Fitter. 

Jap Gold or Silver Finish. 




No. 8090-626 

Length 14 inches. Spread 16 inches. 
Jap Gold or Silver Finish. 
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No. 8091-519 

Length 9 inches. Spread 10 inches. 
Jap < iold or Silver Finish 





No. 8092-420 

Length 11 inches. Spread 11 inches. 
Jap Gold or Silver Finish. 
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No. 8093-522 

Length 9 inches. Spread 10 inches. 
Jap (Void or Silver Finish. 



. No. 8045-430 

Length 18 inches. 

Jap Gold or 
- Silver Finish. 




No. 8094-500 

Length 36 inches. 
Holder 4 inches. 
Jap Gold or 
Silver Finish. 



No. 8095-490 

Length 36 inches. 

Holder 4 inches. 

Jap Gold or 

Silver Finish. 
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No. 8096-491 

Length 7 inches. 

Width 4H inches. 

Jap Gold or 

Silver Finish. 



Ceiling Lights 
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No. 8097-526 

Length 6 inches. 

Width \yi inches. 

Jap Gold or 

Silver Finish. 




No. 8098-785 

Width 6 inches. 

Fitter 2}i inches. 

Flemish Finish. 
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No. 8099-577 

Length 8 inches. 

Fitter 2% inches. 
Jap Gold or 
Silver Finish. 




No. 9000-578 

Length 10 inches. 

Fitter Z% inches. 
Jap Gold or 
Silver Finish. 




No. 9001-786 

Width 6 inches. 

Fitter 3)4 inches. 

Flemish Finish. 




No. 9002-579 

Length 15 inches. 
Fitter 4 inches. 
Jap Gold or ,, 
Silver Finish. 
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Brackets 




No. 9003-2161 

Extends 6 inches. 
Jap Gold or 
Silver Finish. 




No. 8046-486 

Extends 5 inches. 
Jap Gold or 
Silver Finish. 




No. 9004-532 

Extends 6 inches. 

Jap Gold or 

Silver Finish. 




9007-536 



Extends 3 inches. 

Spread 7 inches. 
Jap Gold or 
Silver Finish. 




No. 9005-2277 

Extends 4 inches. 
Jap Gold or 
Silver Finish. 




No. 8013-2084 

Extends 4 inches. 

Brush Brass or 

Silver Finish. 




No. 9006-2160 

Extends 5 inches. 
Jap Gold or 
Silver Finish. 




No. 8014-2085 

Extends 4 inches. 

Spread 6 inches. 

Brush Brass or 

Silver Finish. 
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No. 9008-6001 

Length 36 inches. Spread 20 inches. 
Bowl 10 inch Fitter. 
French Gray Finish. 



No. 9009-6000 

Length 36 inches. Spread 16 inches. 
French Grav Finish. 
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No. 9010-6006 

Length 36 inches. Spread 12 inches. 
French Gray Finish. 



No. 9011-6022 

Length 36 inches. Spread 14 inches. 
French Gray Finish. 
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Length 36 inches. Spread 15 inches. 
Jap Gold Finish. 



• 





Length 36 inches. Spread 2 light 12 Yi inches 
3 light, 13 inch. 4 light, 15 inch. 
Jap Gold Finish. 



Length 36 inches. Spread 19 inches. 
Jap Gold Finish. 
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207% Extends 7 inches. 

300 }4 Extends 7 inches. 

302 Extends 6^ inches 

Jap Gold Finish. 



Brackets and Ceiling 
Lights 



i 





301 Length 36 J inches. 210 Length 6 inches. 

212 Length 3 inches. 213 Length 3 inches. 

304 Length 5 inches, 

Jap Gold Finish. 



201 3-2 Extends 6 inches. 

208 Extends 4^ inches. 

209 Extends 4J^ inches. 
203 Extends 5 inches. 

Jap Gold Finish. 
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Brackets 

and 

Ceiling Fixtures 







No. 9012-6002 

Extends 5 inches. 
French Gray Finish. 




No. 9013-6003 

Extends 5 inches. 
French Gray Finish. 




No. 9015-6007 

Extends 5 inches. 
French Gray Finish. 



No. 9014-6013 

Ring 

2%, 3X and 4 inch Fittei 
French Gray Finish. 




No. 9016-6004 

Extends 5 inches. 
French Gray Finish 
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No. 9018-609 

Length 36 inches. Spread 16 inches. 
Bronze and Flemish Finish. 




c 
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No. 9017-574 

Length 36 inches. Spread 18 inches. 
Silver and Black Finish, 



No. 9019-107 

Length 36 inches. Spread 16 inches. 
Bronze and Flemish Finish. 
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No. 9019-719 

-ength 16 inches. Spread 17 inches. 

Bowl 10 inch Fitter. 

Bronze Finish. 




No. 9020-107C 

With Bobeche. Length 16 inches. Spread 17 inches. Bronze Finish. 






< 



No. 9021-107C 



.) 



Length 16 inches. Spread 17 inches. 
Bronze Finish. 



/ 



No. 9022-301 

With Bobeche. Length 5 inches. Spread 12 inches. Bronze Finish. 
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No. 9023-602 

Length 36 inches. Spread 17 inches. 
Bronze Finish 





No. 9025-603 

Length 36 inches. Spread 16 inches. 
Bronze Finish. 



! 



No. 9024-90 

Length 36 inches. Spread 16 inches 
Bronze Finish. 
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No. 9027-72 

Length 36 inches. Spread 16 inches. 
Bronze Finish. 




No. 9026-607 

Length 36 inches. Spread 14 inches. 
Bronze Finish. 



No. 9028-108 

Length 36 inches. Spread 12 inches. 
Bronze Finish. 
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No. 9029-110 

Length 30 inches. Spread ll}4 inches. 
Bronze Finish. 





No. 9031-109 

Length 30 inches. Spread ll}4 inches. 
Bronze Finish. 



No. 9030-588 

Length 30 inches. Spread 12 inches. 
Bronze Finish. 
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No. 9032-17 




No. 9033-14 

Length 36 inches. Spread 16 inches. 
Bronze Finish. 




Length 36 inches. Spread 15 inches. 
Bronze Finish. 



No. 9034-16 

Length 36 inches. Spread 16 inches. 
Bronze Finish. 
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No. 750 Ball 

Length 33 inches. Spread 14 inches. 
Iridescent Bronze or Silver Finish. 





No. 750 Drop 

Length 33 inches. Spread 14 inches. 
Iridescent Bronze or Silver Finish. 



No. 750 Candle 

Length 33 inches. Spread 14 inches. 
Iridescent Bronze or Silver Finish. 
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Length 36 inches. Spread 12 inches, 
Jap Gold Finish, 





Length 36 inches. Spread 15 inches. 
Jap Gold Finish. 



Length 36 inches. Spread 12 inches. 
Jap Gold Finish. 
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No. 9038-1210 

Length 36 inches. Spread 20 inches. 
Bowl 10 inch Fitter. 
French Gray Finish. 



No. 9039-715 

Length 36 inches. Spread 20 inches. 

Bowl 10 inch Fitter. 

Bronze Finish. 
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No. 9040-18 

Length 36 inches. Spread 17 inches. 
Bowl 10 inch Fitter. 
Bronze Finish. 




No. 9041-717 

Length 36 inches. Spread 20 inches. 

Bowl 10 inch Fitter. 

Bronze Finish. 



Tl 
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Pendants 













No. 9042-6009 

Length 33 inches. 
French Gray Finish 




U 



No. 9044-719 

Length 30 inches. 
Bronze Finish. 



No. 9045-914 

Length 30 inches. 
Bronze Finish 
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No. 9046-533N 

Length 33 inches. Spread 13 inches. 
Bronze Finish. 





No. 9048-650 

Length 33 inches. Spread 16 inches. 
Iridescent Bronze Finish. 



Length 33 inches. Spread 13 inches. 
Bronze Finish. 
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No. 9049-17 Ball Type 

Length 36 inches. Spread 15 inches. 
Bronze Finish. 




No. 9050-14 Ball Type 

.ength 36 inches. Spread 16 inches. 
Bronze Finish. 




No. 9051-16 Ball Type 

Length 36 inches. Spread 16 inches. 
Bronze Finish. 



T II E II A RTMAN-SPRE N G COMPANY, MANSFIELD, OHIO 



29 




No. 9052 

Length 33 inches. Spread 16 inches. 
Flemish Finish. 



Bowl Fixtures 





No, 9054 

Length 33 inches. Spread 16 inches. 
Flemish Finish. 



No. 9053 

Length 33 inches. Spread 16 inches. 
Flemish Finish. 
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No. 110 

Porch Ceiling Light. 

Base 6 inches. 
Holder 3}4 inches. 
Black. 




No. 880 

Length 16 inches. 
Brush Brass Finish. 



Ceiling Fixtures 




No. 877 

Brush Brass Finish. 
Fitter 2% inches. 




No. 879 

Length 10 inches. 
Brush Brass Finish. 







No. 8524 

Brush Brass Finish. 
Fitter 2 1 /^ inches. 










No. 8527 

Length 11 inches. 

Fitter 4 inches. 
Brush Brass Finish. 
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No. 901-31 



Improved Type 

Extends 5>2 inches. 
Fastens with three Screws through edge of canopy. 
Brush Brass, Flemish, Nickel and Bronze Finish. 



No. 901-21 

Improved Type. 

Extends 5>2 inches. 

Furnished with center rod for fastening up with crowfoot. 

Brush Brass, Flemish, Nickel and Bronze Finish. 
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Brackets 




No. 51 Drop 

Extends 4 inches. 
Flemish or Bronze Finish. 




No. 506 Dust Ring. 

This ring can be used on all drop or shade type 
fixtures to convert them into ball type fixtures. 




No. 51 Candle 

Extends 4 inches. 
Flemish or Bronze Finish. 
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No. 23 

Extends 9 inches. Height H)}4 inches. 
Clear Moss Glass. 




No. 22 

6K inches Square at top, 1)4. inches deep. 
Clear Moss Class. 



Outdoor Electric Fixtures 



FINISHES: Dead Black. 




No. 81 

Length 17 inches. Cage roof 6 inches square. 

Cage depth 7K inches. 

Clear Moss Glass. 




No. 32 

Wall Plate -IX x 13 inches. 

Extends 8 inches. Height 16 inches. 

Clear Moss Glass. 




No. 17 

1)4 inches Square at Top. 8 inches deep. 
Clear Moss Glass. 
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Commercial Lights 





Cora-Light Unit 



No. 


Diameter 


Depth 


Fitter 


Lamp used 


2110 


10 inches 


7 1 ., inches ' 


1 inches 


100-200 


2111 


12 inches 


8j4 inches 


6 inches 


200-300 


2112 


14 inches 


10>4 inches 


6 inches 


300 or over 



• 





No. 


999 Unit 




Diameter 


Depth 


Fitter 


Lamp used 


10 inches 


8 inches 


6 inches 


100-300 









Detroit Light. 




No. 


Diameter 


Lamp used 


1921 


14 inches 


100-150 


1922 


19 inches 


201) 


1923 


24 inches 


300-500 



Cora-Light Unit 



No. 


Diameter 


Depth 


Fitter 


Lamp Used 


1169 


14 inches 


8)4 inches 


6 inches 


200-300' 


1170 


16 inches 


9K inches 


6 inches 


300 or over 
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The Unit of Day Brightness 

The most Efficient light for Office, Store, Factory and Public Buildings 

DENZAR softens the glare of the high candle power gas-filled lamps, diffusing the light and 
furnishing equal and adequate illumination in all directions, without distracting shadows. The 
lamp is entirely enclosed within the protecting globe, which keeps out all dust and dirt, while 
the current of air continually passing upward around the lamp prevents overheating, thereby 
lengthening its life. 

BABY DENZARS 

Compact Ceiling Type 



Pendant Type DENZAR. 

Canopy and chain hanger, gun metal finish. 

Holder, white porcelain enanieJed. 

Length over all, M inches. 

No. D5 -Junior^ 100- 150 Watt Size. 14-inch 
Reflecting Dome, 8-inch Denzar Bowl, Medium 
Screw Base Socket. 

No. D5-1 200 Watt Size. 17-inch Reflecting 
Dome, 10-inch Denzar Bowl, and Medium Screw 
Base Socket. 

No. D5-1K 300 Watt Size. 17-inch Reflecting 
Dome, 10-inch Denzar Bowl and Mogul Screw 
Base Socket. 

No. D5-2— 400-500 Watt Size. 20-inch Reflect- 
ing Dome, 12-inch Denzar Bowl, Mogul Screw 
Base Socket. 




Compact Ceiling Type DENZAR 

Finish, white porcelain enameled. 

No. D5-400— 100-150 Watt Size. 14-inch Re- 
flecting Dome. 8-inch Denzar Bowl, Medium 
Screw Base Socket. Length over all, 11 inches. 
No. D5-401— 200 Watt Size. 17-inch Reflecting 
Dome. 10-inch Denzar Bowl, Medium Screw 
Base Socket. Length over all, 13 inches. 
No. D5-401K— 300 Watt Size. 17-inch Re- 
flecting Dome. 10-inch Denzar Bowl, Mogul 
Screw Base Socket. Length over all, 13}4 
inches. 

No. D5-402— 400 Watt Size. 20-inch Reflect- 
ing Dome. 12-inch Denzar Bowl, Mogul Screw 
Base Socket. Length over all, 14 inches. 







No. 475 

The Compact Ceiling Type Baby Denzar 
shown above is for installation at any ceiling 
outlet. 

75-100 Watt Size. With 12 inch Dome and 
6 inch Bowl. 

Replacement Type 




No. 475R 

The Replacement Type Baby Denzar shown 
above has a standard 2X-hich fitter. It may 
be attached directly on any pendant or ceiling 
fixture which is equipped with a 2j^-inch shade 
holder'. No socket is furnished and the deflector 
is attached independent of the socket. 

75-100 Watt Size. With 12 inch Dome and 
6 inch Bowl. 



